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- i “ON - THe CENTRAL INTELLIGENCE” “AGENCYS ‘RECENTLY NOTORIOUS FOR 
ITS PAST HABIT OF DROPPING LSD INTHE COFFEE OF UNSUSPECTING 
EHPLOYEESs NOK HAS BEEN CITED FOR LESS EXOTIC VIGLATIONSs OF FEDERAL 
OCCUPATIONAL HEALTH AND SAFETY STANDARDS, 
THE LIST GF VIOLATIONS RUNS THE GAMUT FROM THE MUNDANE (MISSING 
HANORAILS RUNING GON THE HIGDLE OF STAIRWAYS TO GTHERS THAT SEE 
SGMEMOM APPROPRIATE FOR SLEUTHS (UNMARKED EXITS 

THE GNE FUZZLING AND POTENTIALLY LETHAL VIOLATIGN CATALOGED IN AN 
INT ‘ERNAL REPORT TO THE DEPaR THEN Gr LagoR’s UCCUPATIONAL SAFETY AND 
LTH AoministraTion (OSHA); RELEASED TO THE PUBLIC BY THE HEALTH 

w GRourp: WAS THE PRESENCE OF CARBON TETRACHLORIDE In CIA 

THER AT LANGLEYs VA.s GROAT UNGISCLOSED OVERSEAS 
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Fi TETRACHLORIDE: A FOTENT CANCER-CAUSING SUBSTANCEs WAS ONCE IN 
TRLY WIDESPREAD USE IN THE DRY-CLESNING INDUSTRY AS A SPOT REMOVERS 
T IT SINCE HAS SEEN BANNED COMPLETELY FROM THE MARKETPLACE &Y THE 
roGD AND DRUG ROMINISTRATIGN ON GROUNDS THAT THERE I5 NO SAFE WAY F 
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‘ON “A FOLLGH-UP IN L977 TO AN 
D TURNER PLEGGEG TO HIRE AN 
§ WORKER SAFETY PROGRAM. 
HE HEALTH AND SAFETY PROGRAM 
HAD BEEN PLACED IN THE HANOS OF A SECURITY OFFICER WHO WAS 
4isentcaTeEG ANG ENERGETIC’? BUT HORE CONCERNED WITH LETTER BONESs 
DISFOSING OF EXPLOSIVES: AND MAKING SURE CIR OPERATIVES DION?’T SLIP 
AWAY WITH CLASSIFIEG DOCUMENTS THAN WITH CLEANING UF THE HORKPLACE, 
HHAT USE THE CIA HAD FOR CAREGN TETRACHLORIDE: AS A SPOT REMOVER OR 
OTHERNISEs WAS NOT KNGHN TOG THE INFORMATION GFFICER HANGLING PRESS 
@UERIES ON THE DSHA EVALUATION. 
-fluch oF WHAT THE CIA WAS FOUND GUILTY OF APPEARED TO INVOLVE SLOPPY 
HOUSEKEEPING. EMERGENCY EXITS HERE BLOCKED SY STORAGE BOXES: 
ELECTRICAL WIRING WAS PLACED WHERE IT COULD TRIP UP EMPLOYEES; 
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FLAMHASLE LIGUIOS WERE HAZARDOUSLY STORED; THERE WAS ‘'yeRy pooe 

HQUSEKEEPING IN ff PAINT SHOPs!’? AND OTHER UNTIDY oDDS AND ENDS, 
THe USHA REPORT CONTAINED AT LEAST GONE GTHER ENIGHATIC REFERENCE TG 

AN FT TOPERATIGN KNOWN TO EXCEEO NOISE STANDARO NOT BEING CONSIGERES 
FOR IMPLEMENTING FEASIBLE ENGINEERING CONTROLS..»sEMPLOYEES WOT 
HERRING FURNISHED HEARING PROTECTION WHEN EXPOSED To EXCESSIVE 
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- ROM NHAT CAN THEY BE UP To ANS HHY WON'T THEY WEAR THEIR EARPLUGS? 
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